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Message Text 

UNCLASSIFIED 

PAGE 01 ATHENS 02502 181715Z 
ACTION FBOE-OO 

INFO OCT-01 EUR- 1 2 ISO-OO SY-05 /018W 

190944Z 113600/12 

R 181459Z MAR 77 
FM AMEMBASSY ATHENS 
TO USIA WASHDC 
INFO SECSTATE WASHDC 9577 

UNCLAS ATHENS 2502 

USIA FOR HETHERINGTON, IOA/SS 
DEPARTMENT FOR EUR/EX AND FBO 

E.O. 11652: N/A 

TAGS: AFSP, ABLD, ASEC 

SUBJECT: EMBASSY ANNEX 

REF: HETHERINGTON/RYAN TELCON 16 MARCH 77 

1 . EMBASSY HAS REVIEWED THE AIR CONDITIONING INSTALLATION PLANS 
OF THE ANNEX BUILDING FOLLOWING REFTELCON 16 MARCH AND HAS 
DECIDED THE CONDENSING UNIT CAN BE INSTALLED INSIDE 

THE EMBASSY PERIMETER FENCE ACROSS THE STREET FROM THE NEW 
ANNEX BUILDING 

2. WE PROPOSE TO INSTALL THE CHILER UNIT AND TWO PUMPS IN 

THE DRAPERY SUPPLY ROOM AS SHOWN IN THE BASEMENT PLAN NO MI-R2 

3. PLEASE ADVISE WHETHER A CONCRETE BASE IS NECESSARY FOR 
THE CONDENSING UNIT AND FURNISH SPECIFICATIONS ACCORDINGLY 

4. ARE THE CHILLED WATER PUMPS DESCRIBED IN THE SPECIFICATIONS 
ADEQUATE TO SUPPLY ADDITIONAL PRESSURE TAKING INTO CONSIDERATION 
PROPOSED NEW LOCATION OF UNIT IN EMBASSY YARD WILL INCREASE 

PIPE LENGTH (SUPPLY AND RETURN) BY APPROX 60 FT WITH 6 ELBOWS? 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ATHENS 02502 181715Z 

5. PLEASE OMIT THE HEATING COILS OF THE AIR HANDLERS DESCRIBED 
IN PLAN MI.R2. ALSO OMIT THE HEATING CIRCULATING PUMPS AND 
HEATING CONTROLS OF THE SYSTEM AS SHOWN ON PLAN M6,RI 

6. AIR CONDITIONING SUPPLY GRILLS LEADING TO THE MAIN ENTRANCE 
HALL SHWON ON PLAN M-2 CANNOT BE INSTALLED BECAUSE THE WALLS 
IN THIS ENTRANCE WAY ARE MARBLE, AND THE OWNERS OF THE BUILDING 
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WILL NOT AUTHORIZE DEFACING OR CUTTING HOLES IN THIS MARBLE FOR 
GRILL INSTALLATION 

7. IF YOU AGREE TO ABOVE MODIFICATIONS PLEASE OBTAIN COSTS FOR 
EQUIPMENT AND ADVISE EMBASSY ACCORDINGLY SO THAT POST CAN 
REQUEST NECESSARY FUNDS. 

MILLS 


UNCLASSIFIED 


NNN 
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